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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This standard was adopted by the Bureau of Indian Standards, after the draft finalized by the Industrial Safety 
Sectional Committee had been approved by the Chemical Division Council. 

In any industry, fire hazard is one of the biggest hazards, and use of fire retardent clothes may go a long way in 
providing personal safety of the industrial workers. To save the workers from such accidents, flame retardent 
protective hood is required. 

The composition of the technical committee responsible for formulating this standard is given at Annex D. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 
observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with 
IS 2: 1960 'Rules for rounding off numerical values (revised)'. The number of significant places retained in the 
rounded off value should be the same as that of the specified value in this standard. 
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Indian Standard 

FLAME RET ARDENT PROTECTIVE HOODS- 
SPECIFICATION 



1 SCOPE 

This standard prescribes requirements, method of test 
and sampling Tor flame retardent protective hoods. 
Some of the special requirements for the cloth to be 
used for making such hoods have been also specified 
in this standard. 

2 REFERENCES 

The Indian Standards listed in Annex A contains 
provisions, which through reference in this text, 
constitute provisions of this Indian Standard. At the 
time of publication, the edition indicated were valid. 
All standards are subject to revisions, and parties 
to agreements based on this Indian Standard are 
encouraged to investigate the possibility of applying 
the most recent edition of the Indian Standards. 

3 TERMINOLOGY 

For the purpose of this standard, definitions given in 
IS 12 110 shall apply. 

4 MATERIALS 

4.1 Fabric 

The basic material of the hoods shall be flame retardent, 
ardent treated quality cotton fabric. The requirements 
for dimensional change on soaking and flame resistance 
(FR) durability shall be in accordance with Table 1 . 

4.1.1 Flame Resistance Performance Requirements 

The basic material of the hood and the material for 
lining shall have flammability requirements as given 



in 4.1.2 when tested in accordance with Method A of 
IS 11871. 

4.1.2 No test specimen shall continue to flame for 
more than 8 seconds after the igniting flame is removed. 
After glow shall not spread beyond the area of 
material charred by flaming. The average length of the 
material, which chars on the six specimens shall not 
exceed 85 mm and the maximum charred material in any 
one specimen shall not exceed 1 00 mm. There shall not 
be any burn through in the test specimen. 

4.2 Fasteners 

The fasteners shall be scovill nickel plated brass ring 
female press studs. 

4.3 Threads 

The threads used for stitching shall be inherently 
fire-retardent or be so treated that it shall not smolder 
back along the seam when ignited. 

5 DESIGN AND CONSTRUCTION 

5.1 Design 

The design of the hoods shall be as given in Fig.l . The 
inner layer of hood shall be with flame retardent cotton 
material. It shall be so made, as to be attached easily to 
the jacket collar by means of press-studs. 

5.2 Size 

The hoods shall be capable of covering any type of 
Safety Helmet. The size designation of the hood shall 
be in accordance with IS 1 001 5 (Part 8). 



Table 1 Requirements for Fabric 

(Clause 4 A) 



SI 

No. 


Characteristic 


Requirement 


(1) 


(2) 


(3) 


i) 


Dimensional change on 
soaking, percent, Max: 






Warp 
Weft 


2 
2 


ii) 


FR durability, Mm: 

Washing 

Dry-cleaning 


6 cycles 
12 cycles 



Methods of Test, 
Ref to 



IS 

(4) 

IS 2977 



Annex 
(5) 
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All dimensions in millimetres. 
Fig. 1 Molten Metal Splas Protective Hood 



5.3 Seam Strength 

The seam strength of the hoods shall not be less than 
135 "N (14 kgf) when tested in accordance with 
AnnexC. 

6 PACKING AND MARKING 

6.1 Packing 

The hoods shall be packed in polythene packets 
unless otherwise agreed to between the purchaser and 
the supplier. 

6.2 Marking 

6.2.1 The hoods shall be marked with the following: 

a) 'Flame retardent protective hood' 

b) 'Flame retardent fabric' 

c) Indication of the source of manufacture 

d) Batch number 

e) Date of manufacture 

6.2.2 BIS Certification Marking 

The hoods may also be marked with the Standard Mark. 



6.2.2.1 The use of the Standard Mark is governed by 
the provisions of Bureau of Indian Standards Act, 1986 
and Rules and Regulations made thereunder. The 
details of conditions under which the licence for the use 
of Standard Mark may be granted to manufacturers 
or producers may be obtained from Bureau of 
Indian Standards. 

7 SAMPLING AND CRITERIA FORCONFORMTTY 

7.1 Lot 

All the flame retardent protective hoods of the same 
size, style and made from the same material and 
produced under similar conditions of manufacture shall 
constitute a lot; 

7.1.1 All the lots shall be tested separately for testing 
the conformity of the lot to the requirements of the 
specifications. 

7.2 The number of samples to be drawn shall depend 
upon the size of the lot and shall be as per Table 2. The 
samples shall be selected at random in accordance with 
IS 4905. 
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Table 2 Scale of Sampling 

(Clause 1.2) 



Lot Size 


Sample Size 


Sub- 


sample Size 


(1) 


(2) 




(3) 


2-8 


2 




2 


9-15 


3 




2 


16-25 


5 




3 


26-50 


8 




3 


5 1 - 1 00 


13 




5 


101-150 


20 




5 


151-300 


32 




8 


301-500 


50 




8 


501-1 000 


80 




13 


1 001-3 000 


125 




13 


3 001 and above 


200 




10 



7.3 Number of Tests and Criteria for Conformity 

7.3.1 The sample selected according to col 2 of Table 
2 and shall be tested for the requirements of fasteners, 
threads, design (see Fig. 1 ) and construction (see 5.1). 

7.3.1.1 The lot shall be considered as conforming 
to the above requirements if there is no failure. Other- 
wise, the lot shall be rejected. 

7.3.2 Out of the samples already found satisfactory 
as per 7.3.1, a sub-sample as given in col 3 of Table 2 
shall be selected. This sub-sample shall be further 
tested forthe requirements of flame resistance perform- 
ance, and seam strength. 

7.3.2.1 The lot shall be considered as conforming to 
the requirements of the specification if no defect is 
found in this sub-sample. 



ANNEX A 

(Clause 2) 

LIST OF REFERRED INDIAN STANDARDS 



IS No. Title 

2977:1989 Method for determination of 

dimensional changes in woven fab- 
rics (other than wool) on soaking in 
water (first revision) 

4905 : 1 968 Methods for random sampling 

6359 : 1971 Method for conditioning of textiles 

9030 : 1979 Method for determination of seam 

strength of jute fabrics including 



IS No. Title 

their laminates 

10015 Size designation of clothes: Part 8 

(Part 8): 1983 Headwear 

11871:1986 Methods for determination of 

flamability and flame resistance of 
textile fabrics 

12110: 1986 Glossary of terms used in apparel 

industry 



ANNEX B 

[Table \, SI No. (ii)] 

FIRE RESISTANT DURABILITY REQUIREMENTS 



B-0 GENERAL 

The material shall comply with the flammability require- 
ments given above, before and after six cycles of wash- 
ing treatment or 12 cycles of dry cleaning treatment 
prescribed below. 

B-l APPARATUS 

B-l.l Washing Machine 

With temperature control facility. 
B-2 REAGENTS 
B-2.1 Soft Water 



B-2.2 Nutral Detergent 

B-3 PROCEDURE 

B-3.1 Washing Treatment 

Prepare a wash liquor of neutral detergent solution of 
concentration 2 g/1 using soft water. Adjust the wash- 
ing machine to a temperature of 40°C. Place the fahric 
specimen and the wash liquor in the wash tub up to the 
full level of the washer. Start the washing at the set 
temperature for a period of 12 minutes to get one wash 
cycle. Remove the fabric, rinse. with the same quality 
of water, dry and condition before evaluating for 
vertical flame test as per Method A of fS 1 1 87 1 . 
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B-3.2 Dry Cleaning Treatment 

Place the fabric in a container with a dry cleaning 
solvent to get a material to liquor ratio of 1 :5. Seal the 
jars, clamp in the launderometer and run at room 



temperature for 10 minutes. Drain repeat the above 
process 2 times to complete one cycle. Remove the 
specimen, blot thoroughly, air dry and condition 
before evaluating for vertical flammability test as per 
Method A of IS 11871. 



ANNEX C 

(Clause 5.3) 

METHOD FOR THE DETERMINATION OF SEAM STRENGTH 



C-l TESTING MACHINE 

A constant rate of extension tensile testing machine as 
described in IS 9030 except that the machine does not 
require means for recording or indicating extension. 

C-2 PREPARATION OF TEST SPECIMENS 

Cut specimens from the garment from a double 
thickness of fabrics such that the seam lies midway 
between the ends and perpendicular to the major axis 
of the specimen when prepared and opened out as 
shown in Fig. 2 (a). Cut the specimen 50 mm wide and 
length shall be such as to provide a nominal gauge 
length of 1 00 mm. Cut specimen from each seam (up to 
a maximum of five) of the hood. 

C-3 CONDITIONING FOR TESTING 

Condition the test specimens from dry side in the 
standard atmospheric condition of 65 ± 5 percent 
relative humidity and 27 + 2°C for 24 hours before 
carrying out the test, as specified in IS 6359 and the 
test shall aiso be carried out in the standard atmospheric 
condition. 

C-4 PROCEDURE 

C-4. 1 Set the clamps of the testing machine so that the 
distance between them is 75 mm for grab method. Take 
a test specimen and insert it in the clamps of the test- 
ing machine so that its longer side is parallel to the 
direction of application of load with approximately the 
same length of fabric extending beyond the jaws of at 
each end and the seam in the middle of the two clamps. 
The line drawn along the length of the specimen (C-2) 
shall coincide with the left hand side of the 25 mm wide 
jaws. Secure the test specimen between the jaws of one 
of the clamps. Through the free end of the specimen 
apply a tension of about one percent of the expected 



breaking load, and secure it between the jaws of the 
other clamp. While carrying out the test it shall be en- 
sured that the seam lies midway between the jaws and 
perpendicular to the direction of pull as shown in Fig. 
2(b). 

NOTE— If the specimen slips in the jaws, bFeaks in the 
jaws or breaks within 5 mm from the edge of the jaws, the 
results shall be discarded but recorded and another 
specimen tested in lieu thereof. 

C-4.2 Operate the machine and carry the test to 
rupture and record the breaking load of the specimen. 
Also record whether the seam rupture is caused by: 

a) fabric yarn breakage; 

b) sewing thread breakage; 

c) fabric yarn slippage; or 

d) combination of two or more of these reasons. 

C-4.3 Open both the clamps and remove the broken 
specimen. Take a fresh specimen and determine its 
breaking load as given in C-4.1 and C-4.2 and repeat 
the test with the remaining test specimens. The number 
of test specimens shall be according to the sampling 
plan and criteria of conformity. 

C-5 CALCULATION AND EXPRESSION OF 
RESULT 

Record the seam strength, in Newton, of each of the 
load bearing seam and calculate the mean value. 
Express the average strength of the non-load bearing 
seams to 0.1 N or to 1 percent of the seam strength 
whichever is greater, in Newton. 

The result shall be reported in the format as prescribed 
in 9 of IS 9030. 
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SEAM / 



125 
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DOUBLE THICKNESS SPECIMEN 
AS CUT FROM GARMENT 




DIRECTION 

OF PULL 

DURING TEST 



(b) OPENED OUT SPECIMEN 

* For specimen length 1 refer to Annex C. 

All dimensions in millimetres. 

Fig. 2 Specimen for Seam Strength 
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ANNEX D 

(Foreword) 

COMMITTEE COMPOSITION 

Industrial Safety Sectional Committee, CHD 

Chairman 

Shri K. C. Gupta 

National Safety Council, Mumbai 



Members 

Shri Prem Baweja 

Shri B Vuay Kumar (Alternate) 

Dr A. K. Boral 

Shri R. Srinivasan (Alternate) 

Dr D. R. Chawla 

Shri M. K. Banerjee (Alternate) 

Director (Mines Safety) 

Shri A. K. Rudra (Alternate) 

ShriV.K.Goel 

Shri ML Ahuia (Alternate) 

Shri J. P. Goenka 

Shri N. Dutta (Alternate) 

Shri M. Kant 

Shri Kirit Maru (Alternate) 

Shri Surendra Kumar 

Shri R. Parthasarathy (Alternate) 

Dr J. Mahapatra 

Shri M. K. Malhotra 



Shri H. N. Mirashi 
Dr H. Mukherjee 

Shri C. M. Sharma (Alternate) 

Shri R N. Mukherjee 

Shri A. Banerjee (Alternate) 

Shri S. K. Mukherjee 

Shri A. K. Ghosh (Alternate) 

Shri R. K. Poddar 
Shri Bhagwati Prasad 

Shri Satish Chander (Alternate) 

Shri P. S. Pruthi 

Shri Suresh Kapoor (Alternate) 

Shri P. Rajendran 

Shri H. S, Rawat (Alternate) 

Shri A. Ramamurthy 
Shri K. Ravichandran 

Shri M. Srivastava (Alternate) 

Shri A. J. Rego 

Shri R. P. Bhanushali (Alternate) 



Representing 
Hindustan Aeronautics Ltd, Bangalore 

Ministry of Defence (DGQA), New Delhi 

Department of Industrial Development, New Delhi 

Directorate General of Mines Safety, Dhanbad 

Central Boiler Board, New Delhi 



Mining, Geological and Metallurgical Institute of India, 
Calcutta 

Safety Appliances Mfrs' Association, Mumbai 



Indian Chemical Manufacturers Association, Calcutta 



Standing Committee on Safety for Steel Industry, Sail, Ranchi 

Directorate General Factory Advice Services and Labour 
Institute, Mumbai 

Factory Inspectorate, Government of Maharashtra, Mumbai 
Chief Controller of Explosives, Nagpur 



Central Mining Research Institute, Dhanbad 



Standing Fire Advisory Council, New Delhi 



Larsen & Toubro Ltd (ECC Cons. Group), Chennai 
Employees State Insurance Corporation, Calcutta 



Indian Pesticides Association, New Delhi 



Directorate General Civil Aviation, New Delhi 



Bhabha Atomic Research Centre, Mumbai 
Ministry of Petroleum and Natural gas (Oil Industries Safety 
Directorate), New Delhi 

National Safety Council, Mumbai 

(Continued on page 7) 



IS 14744 : 1999 



(Continued from page 6) 
Members 



Representing 



Representative 
Dr S. Sadulla 

Shri G. Swaminathan (Alternate) 

Shr! M. R. Sampath 

Shri O. N. Daga (Alternate) 

ShriP.N.Sankaran 

Shri V. K. Srivastava (Alternate) 

Shri G. P. Yadav 

Shri N. Jaipal (Alternate) 

Dr R.K.Singh, 
Director(Chem) 



Confederation of Indian Industries, New Delhi 
Central Leather Research Institute, Chennai 



Indian Cotton Mills Federation, Mumbai 



Indian Space Research Organization, Shriharikota 



National Institute of Occupational Health, Ahmedabad 



Director General, BIS (Ex-officio Member) 



Member Secretary 

Shri P. Mukhopadhyay 

Additional Director (Chem), BIS 



Panel for Safety Equipment (Other than Respirators), CHD08:01/P2 



Convener 
Shri M. K. Malhotra 

Members 

Shri J. Chakraborty 

Shri R. K. Poojari (Alternate) 

Shri M. Kant 

Shri Kamlesh Dand (Alternate) 

ShriG. B.Mehta 
Shri R. N. Mukherjee 
Dr S. Rahut 

Dr Jogesh Nijhawan (Alternate) 
Representative 

Shri Heathcuff Vaz 

Smt. Zeena Vaz (Alternate) 



Directorate General Factory Advice Services and Labour 
Institute, Mumbai 



Durgapur Steel Plant, Durgapur 

Safety Services, Mumbai 

Century Rayon, Kalyan 

Central Mining Research Institute, Dhanbad 

National Test House, Calcutta 

Bharat Heavy Electricals Ltd, Trichy 

Francis Leslie, Mumbai 
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